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Exeeutive for jdwinistration and Menagenent 


Tentative Tuble of Organization fer the Inoeutive 
Bixreater 


JUL 10 Bg 


lL. The attached tentative Table of Organization is epproved for 
the Fxeautive Direeter. 
# Please instruct the Tersenns] Jramch to sstablish the classifi- 
sation erp with the Civil Service Commlesicn. 


3. Appointsents and/or promotions to the tentative grodes indi~ 
eated in the attached 7/0 will be S reatelated to at ivsast one crade lower 
fer each position until such tims es Civil) Service Comsfizsisa sprroval 

has been cbteined for the classifiestion grefes. 


4e A personnel ceiling of (4 positions is established for ail 
quexters of fiecel year 1913. 


TAR THE DIRECTOR OF CENTRAL INTELEICIN. 


28X14 
ee: Executive Director (1) Piste GH 
Pers. Br. si ; EXECUTIVE DIRECTOR 


Budget & Pin. Br. a8 (1) 


Eqltetk Mute un OW 
AO A 


PUT ww 2 dp 
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he ait ores evar 
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